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BUREAU OF THE MINT. 

/, it),' June 10, 1893. 


The Superintendent, U. S« Mint 


Philadelphia, Pa 


Sir: 


I will thank you to inform me what amount of copper you have 
on hand for alloy. 

In this connection I would state that I am in receipt of a 
communication from Mr. J. Friedenstein, No. 96 John St. New York, 
calling attention to the fact that notwithstanding a contract for 

copper had been awarded to him for the current year none had been 
ordered.'. 

I am under the impression that the Baltimore Copper Rolling k 
Smelting Co. claim that they have an unfilled contract for a spe¬ 
cific quantity and I will thank you to inform me if this is correct. 

At present I do not think any contract for copper should be 
awarded for the next fiscal year owing to the uncertainty as to the 
quantity that will be required. For this reason I would suggest 
that all bids for copper be rejected. 


Very respectfully 



Acting Direct or. 
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Treasury Department, 

Bureau of the Mint, 
Washington, D.C., 

June 10, 1893 

The Superintendent, U.S. Mint, 
Philadelphia, Pa. 

Sir: 


I will thank you to inform me what amount of copper you have on hand for alloy. 

In this connection I would state that I am in receipt of a communication from Mr. J. 
Friedenstein, No. 96 John St. New York, calling attention to the fact that notwithstanding a 
contract for copper had been awarded to him for the current year none had been ordered. 

I am under the impression that the Baltimore Copper Rolling & Smelting Co. claim that 
they have an unfilled contract for a specific quantity and I will thank you to inform me if this is 
correct. 


At present I do not think any contract for copper should be awarded for the next fiscal 
year owing to the uncertainty as to the quantity that will be required. For this reason I would 
suggest that all bids for copper be rejected. 

Very respectfully, 

R.E. Preston 
Acting Director. 



